The  Cathedral  Church  of 
St.  John  The  Divine 
New  York,  N.Y. 
The' Chapel  of  St.  James.  The  Spanish  chapel 
contains  the  famous  Morales  Head  of  Christ  and 
the  Anton  Lang  Christ  the  King. 
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